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ADMINISTRATIVE 


INTERNAL USE ONLY 


ODP 83-1203 
18 August 1983 


MEMORANDUM FOR: Deputy Director for Administration 
FROM: 

Acting Director or Data Processing 
SUBJECT: ODP Report for Week Ending 19 August 1983 


STAT 


1. Revised SAFE Plan 


The Comptroller's Office has agreed to accept the 
Revised SAFE Project Plan, dated 29 July, as our response to 
the DC I CIA Guidance calling for a revised plan based on the 
redirection of SAFE. 

2. External Procurement 


The Office of Data Processing (ODP) concurred on the 
procurement of five personal computers by the Office of Finance 
(OF): four Wang "Professional Computers" and one Grid portable 

microcomputer. These systems will be used by various OF 
components to automate processes that are currently performed 
manually. 

3. Chilled Water Outage 


The scheduled chilled water outage at the Northside 
Computer Center on 13 August lasted for three hours. SAFE 
systems were down from 1430-2030 hours. No message traffic was 
lost on either system. 

4. New CAMS2 Processor 

The new CAMS2 processor (3081K) was delivered and 
installed by IBM on 15 August in the 1D16 Annex of the Ruffing 
Computer Center. ODP's Engineering Division began extensive 
hardware testing on 16 August and reports no problems to date. 
ODP's Processing will turn the system over to the CAMS Project 
on or about 1 September. 

5. Terminal Upgrades 

ODP’s Teleprocessing Branch completed the upgrades of 
all Delta Data 7260 devices to a 4 MHz clock and Version 3 
software. The modified terminals are now capable of running at 
a 9600 baud line speed. This was the first milestone in our 
plan to migrate users to a faster terminal speed. 
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SUBJECT: ODP Report for Week Ending 19 August 1983 


' 6. Significant Events During Coming Weeks 

A demonstration of the ALLSTAR System is planned by 
the Information Management Staff/DDO for members of the House 
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